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SIZE OF BULLET FRAGMENTS EXAMINED 



Common 


FBI 


Frazier 


'i'S-.ra urn- 


— ■•-•—-‘Guinn 


designation 


dee 

V 


iMiyrer 

(mg) 


weights 

(mg) 


weights 

(mg) 


large bullet fragment 
from front seat area 
(CE 567) 


Q2 


2900 1 


41.8 

25.2* 


50.5 


front seat rr&gment 
copper jacket only 

(CE 569) 


Q3 


13651 


* * 


* * 


large brain fragment 
(CE 843) f 


Q4 


107 1 


13.0 

21.5 


41.9 


small brain fragment 
(CE 843) 


Q5 


9.7 1 


3.8 


5.4 


Connally wrist 
fragments 
(CE 842) 


Q9 


32. 51 

## 


2.3 

2.3 


16.4 

1.3 


fragments from rear 
seat area 
(CE 840) 


Q14 


58.51“ 

45. 5 1 

45. 51 


10.9 

8.5 

2 4.7 


33.8 

33.4 



1 — Frazier Btated weights in WC testimony in grains. Weights converted 
here to milligrams. 



2 -- Frazier' told WC that small portions had been taken for spectrographic 
examination 

* — FBI took fragments from original specimen for NAA, so numbers of 
pieces of metal often vary from Frazier's count. 

Specimen was jacket only and did not contain enough bullet lead for 
analysis. Both FBI and Guinn declined to attempt NAA on this 
exhibit. • 

##— FBI Agent Robert Frazier's testimony concerning CE 842 contains some 
unusual statements. For example: 

- “....this [CE 842) is a Bmall fragment of metal which weighed 

one-half grain [32.5 mg) when I first examined in the 
laboratory. It is a piece of lead and could have been 
part of a bullet or core of a bullet. However, it lacks 
any physical characteristics which would permit stating 
whether or not it actually originated from a bullet." 

(5 H 72) 

- "Commission Exhibit 842... was delivered to me in the FBI lab- 

oratory on November 23, 1963, by Special Agent Vincent 
E. Drain of the Dallas Office of the FBI, who stated he 
had secured this item from Capt. Will Fritz of the 
Dallas Police Department. I do not know where Captain 
Fritz obtained it." (5 H 72) 



